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Henry  M  Flagler,  great  "empire  builder"  of 
Florida  erected  this  inspiring  example  of  Venetian 
Renaissance  architecture  in  1889,  as  a  memorial  to 
his  daughter.  Flagler  and  members  of  his  family 
lie  in  the  mausoleum  of  Italian  marble.  The  church 
has  one  of  the  finest  pipe  organs  in  the  country. 
All  year  program;  services  every  Sunday.  Open 
every  day,  visitors  welcome. 
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